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BILL NO. G-80-02- / 


GENERAL ORDINANCE NO. G- 


AN ORDINANCE REPEALING GENERAL ORDINANCE 
NO. G-02-80 as AMENDED. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 

FORT WAYNE, INDIANA: 

Section 1. 

General Ordinance No. G-02-80 approving a Contract for 
Feasibility Study concerning acquisition, purchase and/or 
condemnation of presently operating utility system is 
hereby repealed. 

Section 2. 

This ordinance shall be in full force and effect from and 
after it passage by the Common Council and approval by the 
Mayor of the City of Fort Wayne, Indiana. 


Councilman 


Approved as to form and legality 



irney for Common Council 









Read the first time in full and on motion by__, 

seconded by _, and duly adopted, read the second time 

by title and referred to the Committee___(and the City 

Plan Commission for recommendation) and Public Hearing to be held after 
due legal notice, at the Council Chambers, City-County Building, Fort Wayne 

Indiana, on_, the ____day of 

_, 19_, at _o'clock_M.,E.S.T. 


R e-d - d. tITe th 3ap4H rliftg * T3i fffll '-a Hd r 

seconded by_ r' 

passage- 


CHARLES W. WESTERMAN 
CITY CLERK 

• b? 


b?L 


PASSED 


(LOST) by the following vote: 

A- 

3 NAYS ABSTAINED 




TOTAL VOTES 

BURNS 

EISBART 

GiaQUINTA 

NUCKOLS 

SCHMIDT, D. 

SCHMIDT, V. 

SCHOMBURG 

STIER 

TALARICO 


K __ 

A 

_ 

_ JL. 

_ 

_ ^ 

K' 

_ 

_ 


DATE:_ _ 

CHARLES W. WESTERMAN - CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, 

Indiana, as (ZONING MAP) (GENERAL) (ANNEXATION) (SPECIAL) 

(APPROPRIATION) ORDINANCE (RESOLUTION) No._ 

on the _day of _, 19_. 

ATTEST: (SEAL) 


CHARLES W. WESTERMAN - CITY CLERK PRESIDING OFFICER 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on 
the_day of _, 19_, at the hour of 


o' clock _M. ,E. S.T. 


CHARLES W. WESTERMAN - CITY CLERK 


Approved and signed by me this 


19 


at the hour of 


_o' clock _M. , E . S . T . 


_day of 


WINFIELD C. MOSES, JR. 
MAYOR 






























































































Read the f 
seconded by 


% 

efer: 


st time in full and on motion by_ 
_, and duly adopted. 




_ _ read the second time 

by title and referred to the Committee(a nd the ^ City 

Plan Commission for. rec o mm e n da t ion.)_ and Public Hearing to bo-JaeiLd---a-ft:er 

due legal notjrdeT at the Council Chambe rs, City-County Build ing, Fort Wayne, 
Indiana, on - .--—-,—the _day of v 


~ 7 ^ 


19 


at 


clock 


M. ,E.S.T. 


a 1 i±^xp 


—— . WESTERMAN 


CHARLES 
CITY CLERK 


A**-. 


Read the third time in full and on motion by_ 

seconded by_, and duly adopted, placed on its 

passage. PASSED (LOST) by the following vote: 


AYES NAYS ABSTAINED ABSENT TO-WIT: 


TOTAL VOTES 

BURNS 
EISBART 
GiaQUINTA 
NUCKOLS 
SCHMIDT, D. 

SCHMIDT, V. 
SCHOMBURG 
STIER 
TALARICO 


DATE:_ _ 

CHARLES W. WESTERMAN - CITY CLERK 

Passed and adopted by the Common Council of the City of Fort Wayne, 

Indiana, as (ZONING MAP) (GENERAL) (ANNEXATION) (SPECIAL) 

(APPROPRIATION) ORDINANCE (RESOLUTION) No._ 

on the _day of _, 19_. 

ATTEST: (SEAL) 

CHARLES W. WESTERMAN - CITY CLERK PRESIDING OFFICER 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on 

the_day of _, 19_, at the hour of 

_o' clock _M. ,E.S.T. 

CHARLES W. WESTERMAN - CITY CLERK 

Approved and signed by me this _day of 

19_, at the hour of_o'clock __M.,E.S.T. 


WINFIELD C. MOSES, JR. 
MAYOR 


































































































G-80-02-12 




BILL NO. 


AD HOC ELECTRIC UTILITY 
REPORT OF THE COMMITTEE ON STUDY COMMITTEE _ 


AD HOC ELECTRIC UTILITY 

WE, YOUR 'COMMITTEE ON STUDY COMMITTEE _TO WHOM WAS REFERRED AN 

ORDINANCE -^N ORDINANCE REPEALING GENERAL ORDINANCE NO. G-02-8(1 AS AMEKTTi'Fin 


HAVE HAD SAID ORDINANCE UNDER CONSIDERATION AND BEG LEAVE TO REPORT 

BACK TO THE COMMON COUNCIL THAT SAID ORDINANCE_PASS. 

JAMES S. STIER, CHAIRMAN 

PAUL M. BURNS, VICE CHAIRMAN 
MARK E. GiaQUINTA 

DONALD J. SCHMIDT 

VIVIAN G. SCHMIDT 


























REGARDING BILL NO. G-80-02-12 


AN ORDINANCE REPEALING GENERAL ORDINANCE NO. G-02-80 AS AMENDED 

The above ordinance was not voted out of committee by the committee members in 
Committee Session, therefore the ordinance could not be voted upon by the 
Common Council in Regular Session. 

Councilman Donald J. Schmidt, made a motion in Regular Session that 
Bill No. G-80-02-12, be placed in the Committee of the Whole. Motion was 
seconded by Burns. 

Ayes: Three 
Nays: Six 

The motion was LOST, therefore Bill No. G-80-02-12 was lost in committee. 


Date: 2-26-80 


Charles W. Westerman 
City Clerk 


